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i, New telephone cables cre made at two factories in Hungary: Felten 6s 
Guillaume, Budapest XI, Budafoki-ut 60, which is actually under Rusalan 
eontrol; and Kabelpyer r.t.. Budapest XI, Fehérvdri-ut 120. 


2. The automtic switchboards are mostly mde by Standard according to their 
owi design, However, some are also made by Talef ongyar r.t., Sudapest XIV. 
Hiungeriaket. 126, 

2. ‘he Bretislavea-Cy8y cable is coaxial, The exact, design is unlmown. 

i. The following eables are new but follow the same routes es the former ones: 


Budapest-GySr - frontier 
Miskole = frontier 

Budapest — Szeged - frontier 
Budavest-Békésesaba ~— frontier 


The old cables have been saved and are to be used inside the country. 


= he seble from Miskole to KoSice is direct and does not go through Szerencs. 
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